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Op-92 3T/ eg 


STATINTL 


From; Director of Naval Intelligence 

To; | | Orientation Officer, Central Intelligence 

Agency, Washington, D. C. 

Subj: Central Intelligence Agency’s Departmental Briefing; nominations 

for 

1. The following personnel from the Office of Naval Intelligence are 
nominated to attend the Central Intelligence Agency’s Departmental 
Briefing on Tuesday 24 November 1959; 

-K2DR W, A. SHAW 

LCDRC.D. EVERHART 
LCDRJ.R, GILBERT 
‘MAJ W. R, QU1SENBERRY 
LT H. (n) FEENEY 
-LT H. G, TRUEBLGOD 
— A LTJG E.H 0 JOHNSON 
ENS R.S. KRIEGIR 

2, All of the above personnel have been cleared for access to classified 
material up to and including TOP SECRET, 


A 


Leigh Winters' 
]3y direction 
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